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FEDERAL. BUREAU OF INVESTIGATION 

Electronic Communication 


Title: (U) SHOOTING INCIDENT PHOENIX DIVISION Date: 10/10/2013 

04/18/2013 

CC: DA-INTERNAL INVESTIGATIONS SECTION 


From: INSPECTION 

PA-INSPEC TION MANAGEMENT UNIT 
Contact : I 


Approved By: MARSHALL HOWARD S 

Nancy McNamara 


Drafted By: 


Case ID #: 297-HQ-A1271898-D (U) SHOOTING INCIDENTS 


Synopsis: (U) The Shooting Incident Review Group (SIRG) reviewed a 

shoo ting incident that occurred on 04/18/2013, involving Special Agent 
(SA)I lof the Phoenix Division. While at the range 


confirming the ser ial numb er of his Bureau-issued Glock Model 23, .40 
caliber pistol, SA | [ accidentally discharged on e round into the 

cement. SIRG members unanimously recommended that SA | | be 

censured, suspended from duty for .a period of three days, and attend 
documented remedial firearms training as a result of his involvement in 
this shooting incident. 


Administrative Notes: (U) 

Supervisory Special Agent (SSA) 


Reference Electronic Communication (EC) 

dated 05/15/2013. 


of 


Details : 


This communication was prepared to furnish the analysis, comments, 
and recommendations of the SIRG with reference to the captioned 
shooting . 


b6 

b7C 


b6 

b7C 


b6 

b7C 


b6 

b7C 


Details of the Shooting Incident 

On 04/18/2013-, the Tucson Resident Agency conducted quarterly 
firearms qualification training at the Pima Regional Training Center in 


UNCLASSIFIED 
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Title: (U) SHOOTING INCIDENT PHOENIX DIVISION 04/18/2013 

Re: 297-HQ-A1271898-D, 10/10/2013 


Tucson. 


According to SA 


upon his arrival to the range, SA 


the Assistant Primary Firearms Instructor (A/PFI) , instructed 


participants to unload their service ammunition. As A/PFI 
provided a round count of ammunition needed for the first practice 
shoot, SA filled his magazines with the designated round count 


and reloaded his weapon while standing at the ammunition table. A/PFI 
stated he needed to verify the weapon serial numbers of all 


shooters in the group. While facing in a safe direction, SA 


locked the slide back on his weapon to read the serial number. He 
walked from the ammunition table to an area away from the participants . 
Forgetting he placed a loaded magazine into his weapon, SA| 


released the slide on h is weapon and pressed the trigger causing one 
round to discharge. SA [immediately holstered his we apon and 


waited for the arrival of A/PF 


i 


SA 


After determining no personal injuries were incurr ed as a result of 
discharge, a decision was made to allow SA 


complete the firearms training with the group. 


to 


' On 08/14/2013, the SIRG met to discuss the above-captioned shooting 
incident. Acting Assistant Director Robert J. Shields, Jr., Inspection 
Division (INSD) , chaired the meeting and was a non-voting member. The 
following voting members were in attendance: 


Trial Attorney, 


Criminal Division/ United States Department of Justice (USDOJ ) A 


Special Legal Counsel, Civil Rights Division, USDOJ; Section 
Chief (SC) Jayne L. Challman, Criminal Investigative Division; SC 
Gregory D. Cox, Global Section, Counterintelligence Division; Special 

Squad CR-2, Washington Field Office; 

Practical 


Agent (SA) 

Supervisory Special Agent (SSA)| 


Applications Unit, Training Division (TD) ; SSAl 


l 


Invest igative Law Unit, Office of the General Counsel; SSA 
Eviden ce Response Team, Laboratory Division (LD) ; SSA| 
Firearms Training Unit, TD; and SSA 


Defensive Systems Unit, TD. The following non-voting members were also 
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Title: (U) SHOOTING INCIDENT PHOENIX DIVISION 04/18/2013 

Re: 297-HQ-A1271898-D, 10/10/2013 


in attendance: Assistant Director Nancy McNamara, INSD; Inspec tors 

_ — 01 , 



INSD; Team Leader 


OI, INSD; SC Stuart P. Frol 

nk 

i 


Internal Investigation Section, INSD; SSA| 
Unit, TD; SSA 


and Program Analyst (MPA) |_ 
Unit, INSD; and MPAs 


Training 


Evidence Response Team, LD; Management 

Inspection An alysis 

Inspection 


and 


Management Unit, INSD. 

Observations and Recommendations of the SIRG 


The SIRG* reviewed the above synopsized incident with the intent to: 
(1) evaluate the application of deadly force; (2) provide the Director 
with an evaluative analysis, observations, and recommendations for 
corrective actions from an operational standpoint (if any); (3) provide 
recommendations concerning training and/or safety issues; and (4) 
provide recommendations for administrative action if deemed necessary. 


SIRG members unanimously agreed that SA| | should be 

censured, suspended from duty for a period of three days, and attend 
documented remedial firearms training as a result of his involvement in 
this shooting incident. 
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FEDERAL BUREAU OF INVESTIGATION 

Electronic Communication 


Title: (U/ /FOUO) Shooting Incident Indianapolis Date: 03/26/2014 

Field Office 05/13/2013 

From: INSPECTION 

Contact : 


Approved By: 


Mark Alan Morgan 
Nancy McNamara 
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b7C 

b6 
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Drafted By: 


Case, ID #: 297-HQ-A127 1510-D (U) SHOOTING INCIDENTS 

Synopsis: (U//F0U0) This communication was prepared to furnish the 

analysis, comments, and recommendations of the Shooting Incident Review 
Group (SIRG) with respect to the captioned shooting following the SIRG 
meeting on 02/21/2014. 

Administrative Notes: (U//FOUO) A copy of the complete INSD Shooting • 

Incident Report is electronically attached to this communication. 

Enclosure (s) : Enclosed are .the following items: 

1. (U//FOUO) SIRT Report 


Details : 


On 02/21/2014, the SIRG convened to review a shooting incident 
which occurred on 05/13/2013, involving Indianapolis Field Office 

and! I As members of the 


Special Agentsl 


bnd SM 


were 


Indianapolis Safe Streets Task Force (SSTF), SA| 

participating in a surveillance operation of bank robbery suspects. 

The suspects were observed robbing the State Bank of Lizton and 
exiting the bank wit h a ha ndgun. , The SSTF followed the suspects into a 

and SA 


residential area. S24 


encountered the suspects on 


Springcrest Street, where one of the suspects, identified as William 
McKnight, exited the vehicle brandishing a .45 caliber handgun. 
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Title: (U//FOUO) Shooting Incident Indianapolis Field Office 05/13/2013 

Re: 297-HQ-A1271510-D, 03/26/2014 


McKnight pointed the firearm at Sij ^nd SA| |and refused to 

comply with verbal commands to put down the weapon. Fearing for their 

lives t SI and SA fired 13 rounds at McKnight, striking him 

six times. McKnight died from his wounds on scene. 

SIRG Observations 

On 02/21/201 4, the SIRG reviewed the Agent-involved shooting 
incident with the intent to: 

1 . ‘Evaluate the application of deadly force . Th e SIRG unani mously 

determined the application of deadly force -by SA and SA ivas 

in compliance with the Department of Justice 1 s Deadly Force Policy. 

2. Provide the Director with an evaluative analysis, observations, and 

recommendations for corrective actions from an operational standpoint. 
The SIRG made no recommendations or obs erva tions con cerning the 
operational techniques used by SA and SA luring the shooting 

incident. 


3. Provide recommendations concerning training and safety issues. The 
SIRG made no recom mendati ons or observations concerning training and 
safety issues by sd knd SA during the shooting incident. 


4 . Provide recommendations for administrative action if deemed 
necessary. The SIRG recommended no administrative action be taken 
against SA | l and SA as a result of their involvement in the 

shooting incident. 

Deputy Assistant Director (DAD) Mark Alan Morgan, INSD, chaired the 
meeting and was a non-voting member. The following voting members were 
in attenda nce: Chief I nspector Robert J. Shields., Office of Inspections 
(01), INSD; Trial A ttorney/ Criminal Division, United States 

Department of Justice (USDOJ) ; Spe cial Legal Counsel, 

Civil Rights Division, USDOJ; Acting Section Chief 

Criminal Investigative Division; Section C hief (SC) Roger Coe, Global 
Section, Counterintelligence Division; SSA Squad 
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Title: (U//FOUO) Shooting Incident Indianapolis Field Office 05/13/2013 

Re: 297-HQ-A127 1510-D, 03/26/2014 


CR-2, Washington Field Office; SSA 



Practical 

Division (TD) ; SSA 



(LD) ; SSA 


1 Investigati ve Law Unit, Office of the General Counsel; SSA 

Evidence Response Team (ERT) , Laboratory Division 

Firearms Training Unit, TD; SSA 


Special Weapons and Ta ctics Operations Un it, Critical Incident 


Response Group {CIRG) ; and SSA[ 
Unit, TD. 


Defensive Systems 


The fo llowing non-voting members were also in attenda nce: 
, Office of Inspector General, USD OJ; Inspectors 

Howard S. Marshall, 

01, INSD; Team Leaders 


and 


Chief (UC) 


01, INSD; SSA 


Division; SSA 


ERT, LD; Unit 


PAU, TD; DAD Joshua Skule, Counterterrorism 
Office of Public Affairs; SC Jay Tabb, 


CIRG; Assistant Director Michael Prout and DAD Blair Deem, 01, United 


States Marshal Service; 

Special Assistant, OI, INSD; SC 

Tracy A. Paige, 01, INSD; UC 

and Management Proc 

[ram Analysts 
Inspection 


and 


Management Unit, INSD. 

Procedures for Responding to the Observations 

There were no Instructions /Recommendations from the siRG. 
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Title: (U) Accidental Discharge Washington Field Date: 02/18/2014 
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CC : 
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From: INSPECTION 

DA-TDY 
Contact : 


Approved By: | | 

SHIELDS ROBERT J JR 
Mark Alan Morgan 
Nancy McNamara 


Drafted By: 


Case ID # : 297-HQ-A1271970-D (U) SHOOTING INCIDENTS 

Synopsis: (U) This communication was prepared to furnish the analysis , 

comments , and recommendations of the Shooting Incident Review Group 
(SIRG) with respect to the captioned shooting following the SIRG 
meeting held on 11/20/2013* 


Reference: 297-HQ-A1271970-D Serial 73 


Administrative Notes: 
by SSaI 


(U) 


discharge report by SSN 


Reference FD-1085 submitted electronically 
dated 06/07/2013. Reference accidental 

dated 06/13/2013 . 


Details : 

On 11/20/2013, the SIRG reviewed an accide ntal discharge t hat occurred 
on 05/22/2013, involvin g Special Agent (SA^ 

Field Office (WFO) . . SA 


Washington 


was preparing for firearms training and 
was conducting holster and dry fire exercises. After finishing the dry 
fife exercise, she charged her weapon in the kitchen, a departure from 
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Title: (U) Accidental Discharge Washington Field 05/22/2013 

Re: 297-HQ-A1271970-D, 02/18/2014 

her normal routine of charging in the garage o f her res idence. On 

05/22/2013, at approximately 11:10 a.m., as SA had finished 

preparing her range equipment for the firearms training course, she 
decided to conduct one more practice draw and pull.ed the trigger which 
fired one round out her kitchen window. 

SIRG Observations 

On 11/20/2013, the SIRG reviewed the Agent-involved shooting incident 
with the intent to: 

1. Evaluate the application of deadly force. The SIRG determined this 
incident was not a deadly force issue. 

2. Provide the Director with an evaluative analysis, observations , and 
recommendations for corrective actions from an operational standpoint. 

The SIRG made no recommendations or observations concerning the 
operational techniques used by SA during this shooting 

incident. 

3. . Provide recommendations concerning training and safety issues. The 

SIRG made. the following observation requesting additional training. 

Observation 1: S£ suffered an accidental discharge while 

conducting dry fire exercises. 

Analysis 1: As SA finished preparing her range equipment 

for the firearms training course, she decided to conduct one more 
practice draw and pulled the trigger which fired one round out her 
kitchen window. 

Recommendation 1: ADIC, WFO, will ensure Sa| |attends 

remedial firearms training. 

4 . Provide recommendations for administrative action if deemed 
necessary. This matter is being referred to the Internal 
Investigations Section (IIS) , Inspection Division (INSD) for potential 
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Title: (U) Accidental Discharge Washington Field 05/22/2013 

Re: 297-HQ-A1271970-D, 02/18/2014 


administrative action 


The SIRG was chaired by non-voting member Deputy Assistant Director 
Mark Alan Morgan, INSD. The following voting members were in 
attendance: Chief Insp ector Robert J. Shields, Office. of Inspections 

|Trial Attorney, Criminal Division, United States 

Special Legal Counsel, 


(01), INSD; 


Department of Justice (USDOJ) i 


Civil Rights Division, USDOJ; Section Chief (SC) Jayne L. Challman, 
Criminal Investigative Division; SC Gregory D. Cox, Global Section^ 
Counterint elligence Division; Supervisory Special Agent (SSA) 

Squad CR-2, WFO; SSA 


Applications Unit, Training Division (TD) ; SSAl 


Practical 


Investigative Law Unit, 

Office of the General Counsel; SSP. 


Evidence Response Team (ERT) , Laboratory Division (LD) ; SSA 


Firearms Training Unit, TD; SSA 



Special Weapons and Tactics (SWAT) Operations Unit, Critical Incident 
Response Group (CIRG) ; and SSA Defensive Systems 


Unit, TD, The following non- voting members w ere also in attendance:! 

Office of Inspector 


General, USDOJ; In spectors! 
INSD; Team Leaders 


Chied 


ERT, LDJ 


01 , 


01, INSD; SSA 
Special Assistant, 01, INSD; Unit 


and Management Program Analyst MPA 


Inspection Management Unit, INSD. 

Procedures for Responding to the Observations 


b6 

b7C 


ADIC, WFO, is responsible for ensuring each Inspection 
Instruction/Recommendation is satisfactorily resolved. The inspection 
process is not complete until the Instruction/Recommendation is 
addressed by the field office. The Inspector-in-Charge (IIC) will 
review the field office's response to determine if the 
Instruction/Recommendation has been resolved or requires further 
action. Resolution is based upon specific actions taken and not a 
recitation of the actions the division has under consideration or plans 
to' implement. 
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Title: (U) Accidental Discharge Washington Field 05/22/2013 

Re: 297-HQ-A1271970-D, 02/18/2014 


ADIC, WFO, is required to provide a written response , via EC, detailing 
the actions taken by the field office to resolve each 

Instructio n/Recommendation . Follow up EC responses must be directed to 
Unit Chief Inspection Management Unit (IMU), INSD- 


Once 


the EC is s erialized, please e-mail the Sentinel link to MPA 
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♦ ♦ 
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FEDERAL BUREAU OF INVESTIGATION 

Lead Report 


Precedence : 
Lead Type: 
Deadline : 
Lead Number: 


Routine 

Action 

04/19/2014 

9 


Date: 02/20/2014 


From: INSPECTION 

DA-TDY 

Contact : 


Approved By: | | 

SHIELDS ROBERT J JR 
Mark Alan Morgan 
Nancy McNamara 


he 

b7C 


Drafted By: 


Case ID #: 297-HQ-A1271970-D (U) SHOOTING INCIDENTS 


Reference: 297-HQ-A1271970-D Serial 78 


Details: (U) ADIC, WFO/ is required to provide a written response/ via 
EC, detailing the actions taken by the field office to resolve 
each Instruction/Recommen dation. Follow up EC responses must 


be directed to Unit Chieq 


Inspection Management 


Unit (IMU) / INSD. Once the EC is serialized/ please e-mail 
the Sentinel link to MPA 
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Re; 297-HQ-A1271970-D 
Lead: 9/ 02/20/2014 


UNCLASSIFIED 


Location 

To: WF-ADIC 

Recipient: WF-ADIC 
Attn: ADIC Valerie Parlave 

Status : Set 


♦ ♦ 
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FEDERAL BUREAU OF INVESTIGATION 

Lead Report 


Precedence : 
Lead Type: 
Deadline : 
Lead Number: 


Routine 

Information 

04/19/2014 

10 


Date: 02/20/2014 


From: INSPECTION . 

DA-TDY 
Contact : 


Approved By:| | 

SHIELDS ROBERT J JR 
Mark Alan Morgan 
Nancy McNamara 
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Drafted By: 

Case ID #: 297-HQ-A1271970-D (U) SHOOTING INCIDENTS 

Reference: 297-HQ-A1271970-D Serial 78 

Details: (U) SIRG members recommended this incident be referred to the 
Internal Investigations Section, Inspection Division for any 
further administrative action. 
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Re: 297-HQ-A1271970-D 

Lead: 10, 02/20/2014 


UNCLASSIFIED 


Location 

To: DA- INTERNAL INVESTIGATIONS SECTION 

' Recipient : DA-INTERNAL INVESTIGATIONS SECTION 

Attn: SC Stuart Fronk 

Status: Set 


♦ ♦ 
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Title: (0) SHOOTING INCIDENT CLEVELAND DIVISION Date: 09/25/2013 

05/30/2013 
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DA-INSPEC TION MANAGEMENT UNIT 

Contact : f~ ' ~ 


Approved By: MARSHALL HOWARD S 

Nancy McNamara 

Drafted By: 

Case ID #: 297-HQ^-Al271292-D (U) Shooting Incident 


Synopsis: (U) The Shooting. Incident Review Group (SIRG) reviewed a 

shooting incident that occurred on 05/30/2013, involving Special Agent 
(SA) of the Cleveland Division. As he reached for his 

Bureau-issued Glock Model 23 pistol as it fell towards the ground in 
his office space, SA | [ accidentally discharged one round, 

injuring his right lower leg. SIRG members unanimously recommended that 
SA be censured, suspended from duty for a period of three days, 

and attend documented remedial firearms training as a result of his 
involvement in this shooting incident. 


Ad ministrative Notes: ( U) Reference Electronic Communication (EC) of 

SA dated 06/27/2013. 

Details : 


This communication was prepared to furnish the analysis, comments, 
and recommendations of the SIRG with reference to the captioned 
shooting . 


Details of the Shooting Incident 

On 05/30/2013, at approximately 4:00 p.m., SA was in his 

office located at the Cleveland Hopkins International Airport. While 
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b6 

b7C 


UNCLASSIFIED 



UNCLASSIFIED 


Title: (U) SHOOTING INCIDENT CLEVELAND DIVISION 05/30/2013 

Re: 297-HQ-A1271292-D, 09/25/2013 


on the phone with the Evidence Response Team, SA| | decided to sit 

in the chair at his desk. As he sat down, his holster grabbed at his 
chair- and he partially stood up to remove the holster and pistol from 
his pants so he could sit down. Unable to get the holster removed from 
his .belt, 


SA 


desk. 


removed his gun from the holster to set it on his 
He lost his grip on the gun and as it fell toward the ground, SA 
reached for it causing a single round to discharge, travel 


through a desk, and enter his right lower leg. 


SA 


left his office to seek assistance at the Transportation 
Security Administration (TSA) office. Finding the TSA office empty, SA 
returned to his office and contacted his supervisor to advise 
of the incident. SA| Iplaced a tourniquet on his leg, called 


911, and advised his wife of the incident. 

Airport fire and police -personnel responded and rendered first 
aid. Cleveland Division personnel also responded to the scene. SA 

was transported to the MetroHealth Hospital where the round was 


extracted and he was released from the hospital that evening. 

On 08/14/2013, the SIRG met to discuss the above-captioned shooting 
incident. Acting Assistant Director Robert J. Shields, Jr., Inspection 
Division (INSD), chaired the meeting and was a non-voti ng member. The 
following voting members were in attendance: Trial Attorney, 

Criminal Division, United States Department of Justice (USDOJ) 


Special Legal Counsel, Civil Rights Division, USDOJ; Section 
Chief (SC) Jayne L. Challman, Criminal Investigative Division; SC 
Gregory D. Cox, Global Section, Counterintelligence Division; Special 

1 Squad CR-2, Washington Field Office; 

Practical 


Agent (SA) 


Supervisory Special Agent (SSA) 

Applications Unit, Training Division (TD) ; SSi| 

Invest igative Law Unit, Office of the General Counsel; SSA I 
Evidence Response Team, Laboratory Division (LD) ; SSA 


1 


Firearms Training Unit, TD; and SSA 
Defensive Systems Unit, TD. The following non- voting members were also 
in attendance: Assistant Director Nancy * McNamara, INSD; Inspectors 
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Title: (U) SHOOTING INCIDENT CLEVELAND DIVISION 05/30/2013 

Re: 297-HQ-A1271292-D, 09/25/2013 


INSD; Team Leader 


Internal Investigation Section, INSD; SSA 
Unit, TD; SSA 


OI, 

OI, INSD; SC Stuart P. Fronk, 

Training 


and Program Analyst (MPA) , 
Unit, INSD; and 'MPAs 
Management Unit, INSD* 


Evidence Response Team, LD; Management 

Inspection Analysis 

Inspection 


Observations and Recommendations of the SIRG 


% 

The SIRG reviewed the above synopsized incident with the intent 
to: (1) evaluate the application of deadly force; (2) provide the 

Director with an evaluative analysis, observations, and recommendations 
for corrective actions from an operational standpoint (if any); (3) 
provide recommendations concerning training and/or safety issues; and 
(4) provide recommendations for administrative action if deemed 
necessary . 


SIRG members unanimously agreed that SA should be 

censured, suspended from duty for a period of three days, and attend 
documented remedial firearms training as a result of his involvement in 
this shooting incident. 
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FEDERAL BUREAU OF INVESTIGATION 

Electronic Communication 


Title : 


(U) SHOOTING INCIDENT DETROIT FIELD OFFICE 
07/03/2013 


uare 


02/18/2014 



b6 

b7C 


From: INSPECTION 

DA-TDY 
Contact: 


b6 

b7C 


Approved By: | | 

SHIELDS ROBERT J JR 
Mark Alan Morgan 
Nancy McNamara 


Drafted By: 


Case ID # : 297K-HQ-A2922639 (U) ACCIDENTAL DISCHARGE 

Synopsis: (U) This communication was prepared to furnish the analysis, 

comments, and recommendations of the Shooting Incident Review Group 
{ SIRG) with respect to the captioned shooting following SIRG meeting 
held on 11/20/2013. 

Reference: 297K-HQ-A2922639 Serial 6 . 


Admini strative Notes: 
by SSA | 

report bySSA] 


(U) Preference FD-1085 submitted electronically 
dated 07/16/2013. Reference accidental discharge 
dated 07/31/2013. 


Details : 


On 11/20/2013, the SIRG convened to review a shooting incident 
which occurred on 07/03/2013, involving Detroit Field Office Senior 

Supervisory Resident Agent (SSRA) At approximately 9:10 

a .m. , SSRA 


during firearms training. SSRA 


accidentally discharged his Glock Model 22 handgun 

had un-holstered his weaoon to 
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Title: (U) SHOOTING INCIDENT DETROIT FIELD OFFICE 

Re: 297K-HQ-A292263S, 02/18/2014 


07/03/2012 


retrieve the serial number in order to enter this information on the 
shooting log. After SSRA 


removed the weapon from his holster, he 
proceeded to clear his Glock handgun to ensure it was safe. • During 
this process, SSRA pulled the trigger on what he believed was a 


safe and empty weapon. 


SIRG Observations 

On 11/20/2013 r the SIRG reviewed the Agent-involved shooting 
incident with the intent to: 


1. Evaluate the application of deadly force, 
this incident was not a deadly force issue. 


The SIRG determined 


2 . Provide, the Director with an evaluative analysis , observations , 
and recommendations for corrective actions from an operational 
standpoint. The SIRG made no recommendations or observations 

* < jv 

concerning the operational techniques used by SSRA during this 

accidental discharge. 

3. Provide recommendations concerning training and/or safety 
issues. The SIRG made the following observations requesting additional 
training . 


Observation 1 : 


Detroit Field Office EM was not notified in a 

regarding the 


timely manner by the Firearms Instructor or SSRA 
accidental discharge. 


Analysis 1: SA 


FD-302 report indicated he was the 


Firearms Instructor on 07/03/2013. While preparing to brief the 

Agents, who were a t the range for training, SA heard a gun 

then motioned SA 


shot. SSRA 


to his location and told him 


SA 


about the accidental discharge. After ensuring nobody was injured, SA 
con tinued with the firearms training. At the end of training r 
notified the Detroit Field Office’s Principal Firearms 

about the accidental discharge. 


Instructor (PFI), 


be 

blC 


he 

blC 


be 

blC 


be 

blC 
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Title: (U) SHOOTING INCIDENT DETROIT FIELD OFFICE 07/03/2013 

Re: 297K-HQ-A292263S, 02/18/2014 


During her investigation, Supervisory Special Agent (SSA; 


immediately to PFI 



zau 

at SSRA 



did not report the 


incident to Assistant Special Agent in Charge (ASAC) 
until firearms training had concluded. 


Recommendation 1 : SAC, Detroit Field Office, should ensure all 

Detroit personnel are appropriately trained regarding the importance of 
reporting any shooting-related incident to EM immediately after the 
shooting incident occurred. 

Observation 2 : Detroit Firearms Instructors did not secure the 

scene following the accidental discharge. 

Analysis 2: After the accidental discharge occurred and after SA 


and SSRA 


[determined there were no injuries, firearms 

training continued as scheduled. Detroit Evidence Response Team (ERT) 
arrived and took control of the scene at approximately 2:30 p.rrw 
Between the time of the actual accidental discharge, approximately 9:10 
a. nu, and the time ERT arrived to process the scene at approximately 
2:30 p.m. , the shooting scene was not secured. 

Recommendation 2 : SAC, Detroit Field Office, should ensure all 

Detroit personnel are appropriately trained regarding the importance of 
securing a shooting scene immediately after the shooting incident has 
occurred. 


Observation 3 : SSRA 


practice of pulling the trigger of his 
weapon as part of the process to determine whether the weapon was empty 
and safe -was in conflict with established procedures and unsafe. 


Analysis 3: When SSRA 


arrived at the range for firearms 
training, he walked over to one of the cleaning tables and un-holstered 
his weapon in order to retrieve the serial number. While rendering the 


weapon safe, SSRA| | pointed the weapon in what he characterized as 

a safe direction toward the pavement at the "bottom of a wall" and 
pulled the trigger on what he believed was an empty weapon. SSRA 


he 

hlC 


he 

hie 


he 

hie 


he 

hie 


UNCLASSIFIED 



UNCLASSIFIED 


Title: (U; SHOOTING INCIDENT DETROIT FIELD OFFICE 07/03/2013 

Re: 297R-HQ-A292263S, 02 / 18/2014 


stared he did zhis in order to clear the weapon similar to the manner 
ne cleared his weapon on the range or in the gun cleaning room. 
Following the accidental discharge,, an Agent standing nearby observed 
SSRA remove a magazine from his weapon, rack the slide, point the 

weapon down range, and pull the trigger again. The Agent heard a 
"click” following SSRA I I second trigger pull. 


Recommendation 3 : SAC, Detroit Field Office, will ensure SSRA 
attends remedial firearms training. 


4 . Provide recommendations for administrative action if deemed 
necessary. The SIRG recommended this matter be referred to the 
Internal Investigations Section (IIS) , Inspection Division (INSD) , for 
any further administrative action. 

Deputy Assistant Director Mark Alan Morgan, Inspection Division 
(INSD), chaired the meeting and was a non-voting member. The following 
voting members were in attendance: Chief Inspe ctor Robert J. Shields, 
Office of Inspections (01), (INSD); f Trial A ttorney, Criminal 

Division, United States Department of Justice (USDOJ) 

Special Legal Counsel, Civil Rights Division, USDOJ; Section Chief (SC) 
Jayne L. Chaliman, Criminal Investigative Division; SC Gregory D. Cox, 
Global Section, Counterintelligence Division; Supervisory Special Agent 

( SSA) Squad CR-2, Washington Field Office; SSA 

Practica l Applications Unit, Training Division 

(TD) ; SSA Investigati ve Law Unit, Office of the 

General Counsel; SSA Ex y idence Res ponse Team (ERT), 

Laboratory Division (LD) ; SSA Firearms Training 

Unit, TD; SSA Special Weapons and Tactics (SWAT) 

Operations Unit, Critical Incident Response Group (CIRG) ; and SSA 

Defensive Systems Unit, TD. The following non- voting 
members were also in attendance: 

Office of Inspector General, USDOJ; Inspec tors 

I 01, INSD; Team Leaders and 
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01, INSD; S3 A 


rn r ♦ 
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Special Assistant, OI, INSD; Unit Chief 


and Manaaement 


Program Analyst 


Inspection Manaaement Unit, INSD 


Procedures for Responding to the Observation 


SAC, Detroit Field Office, is responsible for ensuring each 
Inspection Instruction/Recommendation is satisf actorily resolved. The 
inspection process is not complete until the Instruction/Recommendation 
is addressed by the field office. The Inspector -in-Charge (IIC) will 
review the field office' s response to determine if the 
Instruction/Recommendation has been resolved or requires further 
action. Resolution is based upon specific actions taken and not a 
recitation of the actions the division has under consideration or plans 
to implement. 


SAC, Detroit Field Office, is required to provide a written 
response, via EC, detailing the actions taken by the field office to 
resolve each Instruction/Recommendation. Follow up EC responses must 

■be directed to Unit Chief Inspection Management Unit 

(IMU), INSD. Once the EC is serialized, please e-mail the Sentinel 
link to MPA 
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